Election Type: General Election Election Date: 11/08/2022 


Name of Location: ASU POLYTECHNIC CAMPUS #15642 Box ead Arrival Time: / í N 


Were there ballots to be picked up? Edes <If YES, complete lines 1-7 0O NO <if NO, complete lines 1-7 


Spoils picked up? kis ag Completed Forms picked up? _]ves [none 
IKİ x Rar 

1) Blue Drop Box Seals # Yas & = 4 PAWA seal numbers that were taken off on blue drop box 

+5920 19ad< Fal 

2) Blue Drop Box ee 4 ays & © 124 


‘<Indifate the seal numbers that were. laced on blue drop box 


98200 
3) Red Box Seals # E SẸ LSO Ad, the seal numbers that were placed on ballot transport box 


J 3 
4) Ballot Box Sealed / Checked on (Date) Q / / W (Time) ua J Dome and time box was sealed/checked 


+ 


5) Location Staff Member (Signature) 


Departure Time: CLS 


EU aac This portion to be completed by the Receiving Agent at the MCTEC Facility 


Date/Time: _/2/2//22 IEN 
pi om Transport Staff Member ate of Audit Match 


Ballot Box Seals #152200 1257 &15220012 $ ĝkif applicable, verify the seal numbers on the box match the above from location 


Receiving Agent (Signature) 


ign to acknowledge recei 


Blue Drop Box Seals #IS2201 923 ji & ZS 220! q 232 <Indicate the seal numbers that were from blue drop box 


Count of Ballots in Transport Bin # \O5 an 7] ZS 
Date/Time: pte 4:53 


no ballots were to be picked up Date of Audit Match 


Audit Agent (Signature) 


Sign to affirm seal #sm that 


EARLY VOTING BALLOT TRANSPORT ST; ‘ATEMENT REV 09-09-2022 


